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BDOMEN, surgery of modern warfare, 15; surgery of, 
Modified transverse incision for low abdominal opera- 
tions, 92: Omental adhesions syndrome, postoperative 
dysfunction of transverse colon, 707; wounds of, Dis- 
ruption of abdominal wounds, continuation of previous 
report, 1041; wounds of, Prevention of disruption of, 
with through-and-through silver wire stay sutures, 
1052; Use of alloy steel wire in closure of abdominal 
wounds, 1056; Acute and chronic intra-abdominal 
lymphadenopathy, 1060; Advances of abdominal sur- 
gery in infancy, ed. 1072 

Abscess, anorectal, Demonstration of Mycobacterium tu- 
berculosis in, 936 
Achalasia, of esophagus, Surgical treatment of, 290 
Adenocarcinoma, Carcinoma of thyroid gland, 150 
Adenocystoma, Carcinoma of thyroid gland, 150 
Adenoma, Carcinoma of thyroid gland, 150 
Adhesions, Omental, syndrome, postoperative dysfunction 
of transverse colon, 707 
Ambulance, trailer operating room, Civilian surgeon in 
war, 535 
American College of Surgeons— 
Address of retiring president, College and American 
surgery, 529 
Cancer, Symposium on, 345-390 
Clinical Congress, Proceedings of 30th annual, 1940, 
Chicago, 257-550; 1940 Clinical Congress, 545; 
Clinical Congress technical exhibition, 550 
Codman registry, Tumors of upper jaw, particularly 
tumors related to sinuses, 503 
Committee on Arrangements, 1940 Clinical Congress, 
545; Chicago, 549 
Fractures, Committee on, Undergraduate education in 
fractures and other traumas, 399; Symposium on, 
and other trauma, 391-416 
Graduate training, Future needs for, in general sur- 
gery and surgical specialties, 547 
Hospital standardization conference, Twenty-third 
annual, 543 
Oration on surgery, Principles of surgery of colon, 332 
American Medical Association, Committee on Military 
Preparedness, Medicine in the national defense pro- 
gram, 533; National Research Council Committee on 
Surgery, brief statement of its work, 541 
Amylase determination, Liver cell fat necrosis caused by 
pancreatic reflux, 70 
Anesthesia, spinal, Transurethral prostatectomy, photo- 
graphic record of operation, 642 
Aneurysms, Pathogenesis and treatment of unilateral ex- 
ophthalmos, 557 
Ankle, Varus deformity of, following injury to distal epi- 
physeal cartilage of tibia in growing children, 659 
Ankle joint, Fractures involving, classification based upon 
pathology and indications for treatment, 410 
Antitoxin, tetanus, Efficacy of phenol and, in treatment of 
experimental tetanus, 860 
Anus, Demonstration of Mycobacterium tuberculosis in 
anorectal abscess, 936 
Appendectomy, Management of appendiceal stump, inver- 
sion without ligation of stump, 650 
Appendicitis, Decreasing mortality of, ed. 249; Treatment 
of acute, in municipal hospital, 578; acute, Intra- 
abdominal application of in, 722; Réle 
of conservative procedures in treatment of surgical 
emergencies, ed. 1070 


Appendix, Carcinoma of lower intestinal tract, 611; stump 
of, Management of appendiceal stump, inversion with- 
out ligation of stump, 650 

Arms, Treatment of traumas of skin and subcutaneous tis- 
sues, 318; Persistence of function of skin grafts through 
long periods of growth, 848 

Arteries, suture of, Heparin in thrombosis and blood vessel 
surgery, 340; umbilical, Plasma prothrombin values of 
mothers and infants at delivery, further studies includ- 
ing comparative values of, and veins, 758; coronary, 
Experimental collateral circulation of heart, 1003 

Arthrograms, of hip joints of children, 601 

Asepsis, skin sterilization, Postoperative infection, meas- 
ures of control, 1028 

Astragalus, Fractures involving ankle joint, classification 
based upon pathology and indications for treatment, 


410 

Axilla, Carcinoma erysipelatodes, subepidermal lymphatic 
metastases confused with operative sequelae, 635; Per- 
sistence of function of skin grafts through long periods 
of growth, 848 


ACTERIAL flora, of acute traumatic wounds, 982 
Bacteriostasis, Sulfonamide therapy as aid to surgery, 


307 

Bile, Liver cell fat necrosis caused by pancreatic reflux, 70 

Bile ducts, common, Genesis of peptic ulcer in dogs follow- 
ing ligation of, 198; obstruction of common, Effect of 
partial, 854 

Bite infections, Prevention of human, 619 

Bladder, Uretero-intestinal anastomosis and cystectomy, 
ed. 112; Experimental study of uretero-intestinal im- 
plantation, IV. Significance of ureterovesical reim- 
plantation in dog, 192; neurogenic, Management of 
urinary bladder in traumatic lesions of spinal cord and 
cauda equina, 328; Recognition and early treatment of 
injuries of genito-urinary system, 401; Transurethral 
prostatectomy, photographic record of operation of 
transurethral resection, 642 

Blood, examination, Fat embolism, clinical and experimen- 
tal study, 732, cor. 1078; Effect of partial obstruction 
of common bile duct, 854 

Blood electrolyte change, Extensive cutaneous burns, with 
special reference to blood chemical changes, 1018 

Blood pressure, Observations on pathology of experimental 
traumatic shock, 823 

Blood supply, Experimental collateral circulation of heart, 
1003 

Blood vessels, surgery of, Heparin in thrombosis and blood 
vessel surgery, 340; Study of clinical manifestations 
and results of treatment of 22 patients with Raynaud’s 
symptoms, 889 

Blood volume, Observations on pathology of experimental 
traumatic shock, 823 

Bone, Sulfone chemotherapy in hematogenous osteomyeli- 
tis, 995 

Bone growth, Experimental analysis of growth pattern and 
rates of appositional and longitudinal growth in rat 
femur, 679 

Brain, Homolateral dilatation of pupil, homolateral paresis 
and bilateral muscular rigidity in diagnosis of extra- 
dural hemorrhage, 391; Craniocerebral injury, 551; 
tumors of, Pathogenesis and treatment of unilateral 
exophthalmos, 557; tumor of, Free bone flap osteo- 
plastic craniotomy, 646; Experiences with intramedul- 
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lary tractotomy, IV. Surgery of, stem and its opera- 
tive complications, 747; fluid content of, Experimental 
cerebral trauma, II. Further observations on fluid con- 
tent of, following trauma to head, 755 

Breast, Carcinoma erysipelatodes, subepidermal lymphatic 
metastases confused with operative sequelae, 635; 
Value of radiation therapy in treatment of carcinoma 
of, cor. 678; Mucinous carcinoma of, 908 

Burns, Local treatment of burned area, ed. 250; Extensive 
cutaneous, with special reference to blood chemical 
changes, 1018 

Burn toxemia, Local treatment of burned area, ed. 250 

Bursae, Synovial sarcomas in joints, and tendon sheaths, 
clinical and pathological study of 16 cases, 951 


ANCER, of rectum and rectosigmoid, its surgical treat- 
ment, 213; gastric, mortality, Some factors influencing 
curability of, of stomach, 298; research, Present status 
of carcinogens and hormones in, 345; roentgenother- 
apy, Radiation damage to tissue and its repair, 372; 
gynecological, Present status of treatment of, with 
special reference to results obtained since introduction 
of supervoltage roentgen therapy—statistical analysis 
of results from 1922-1935, 384 

Carcinogens, Present status of, and hormones in cancer 
research, 345 

Carcinoma, gastric, Surgical problem of chronic gastritis, 
31; of thyroid gland, 150; Aseptic resections in gastro- 
intestinal tract, with special reference to resection of 
stomach and colon, 257; esophageal, surgical treat- 
ment of, Recent progress in, 312; of lower intestinal 
tract, 611; erysipelatodes, subepidermal lymphatic 
metastases confused with operative sequelae, 635; 
Value of radiation therapy in treatment of, of breast, 
cor. 678; Mucinous, of breast, 908 

Cardiovascular disease, Eclampsia and posteclamptic hy- 
pertension, follow-up study with analysis of factors 
affecting remote prognosis, 872 

Cartilage plate, epiphyseal, Varus deformity of ankle fol- 
lowing injury to distal, of tibia in growing children, 659 

Cataract, Trends in, surgery, 523 

Cauda equina, Management of urinary bladder in trau- 
matic lesions of spinal cord and, 328 

Cauterization, Prevention of human bite infections, 619 

Cecum, Malignant lesions of, and ascending colon, 698 

Cerebral trauma, Experimenta], II. Further observations 
on fluid content of brain following trauma to head, 755 

Cerebrospinal fluid, Craniocerebral injury, 551 

Cerebrum, Craniocerebral injury, 551 

Cheek, Late care of severe injuries of face and jaws 437 

Chemotherapy, Treatment of traumas of skin and sub- 
cutaneous tissues, 318; Sulfone, in hematogenous 
osteomyelitis, 995 

Children, hip joint disease in, Arthrogram of, 601; hernia 
in, Transumbilical repair of congenital umbilical her- 
nia, 632; Varus deformity in growing, of ankle follow- 
ing injury to distal epiphyseal cartilage of tibia, 659; 
Fractures of both bones of forearm in, 667; kyphosis, 
Juvenile, 798; lymphadenopathy, Acute and chronic 
1060 

Cholesterol, Effect of partial obstruction of common bile 
duct, 854 

Cleansing, soap and water, Prevention of human bite in- 
fections, 619 

Clinical investigation, ed. 114 

Clostridia, Bacterial flora of acute traumatic wounds, 982 

Clutterbuck, Henry, op. 551 

Colon, Aseptic resections in gastro-intestinal tract, with 
special reference to resection of stomach and, 257; Sur- 
gica] treatment of gastrojejunocolic fistula, 282; Prin- 


ciples of surgery of, 332; Carcinoma of lower intestinal 
tract, 611; ascending, Malignant lesions of cecum and, 
698; transverse, Omental adhesions syndrome, post- 
operative dysfunction of, 707 

Conus medullaris, Management of urinary bladder in trau- 
matic lesions of spinal cord and cauda equina, 328 

Corpus luteum, Human, of pregnancy, 129 

Cotton sutures, Choice and use of, material, 615 

Council of National Defense, Medicine in the national de- 
fense program, 533 

Craniotomy, unilateral suboccipital, Straight lateral in- 
cision for, 99; Free bone flap osteoplastic, 646 

Cranium, Surgery of modern warfare, 15; Craniocerebral 
injury, 551; Free bone flap osteoplastic craniotomy. 
646; Mixed intracranial gliomas, diagnostic and prog- 
nostic significance of adequate histological examina- 
tion, 787 

Cryptorchidism, treatment of, Evaluation of methods of 
treatment of, ed. 940 

Cysto- urethrograms, Transurethral prostatectomy, photo- 
graphic record of operation of transurethral resection, 
642 


EFORMITIES, Hammer-toe, new for its 
correction, 101; Varus, of ankle following injury to 
distal epiphyseal cartilage of tibia in growing children, 


59 

Diagnosis, differential, Surgical problem of chronic gas- 
tritis, 31; aid in, Body section roentgenography as 
diagnostic aid to otolaryngologist, 514; Réle of con- 
servative procedures in treatment of surgical emer- 
gencies, ed. 1070 

Drainage, gastro-intestinal, Nasal simultaneous gastro- 
duodenal aspirator; its use in postoperative gastro- 
intestinal and abdominal surgery, 48 

Dressings, Pectin in treatment of various types of wounds, 
222 

Duodenum, Aseptic resections in gastro-intestinal tract, 
with special reference to resection of stomach and 
colon, 257 

—— contracture, Study of etiology and pathology 
of, 582 


AR, History and present status of operations on |aby- 
rinthine capsule for otosclerosis, 466 
Eclampsia, and posteclamptic hypertension, follow-up 
study with analysis of factors affecting remote prog- 
nosis, 872 
Edema, Problem of hypoproteinemia in surgical patients, 
178; of legs, during pregnancy, Venous circulation in 
lower extremities during pregnancy, 841 
Education, medical, Undergraduate, in fractures and other 
traumas, 309 
Elephantiasis, Surgical treatment of chronic lymphedema, 


244 

Embolism, pulmonary, Heparin in thrombosis and blood 
vessel surgery, 340; Fat, clinical and experimental 
study, 732, cor. 1078 

Embryonic extract epicutan, Tensile strength of sutured 
skin wounds during healing, 690 

Empyema, surgical treatment of chronic, Partial selective 
thoracoplasty and pedicle muscle flaps in, 87 

Epithelioma, Suspension laryngoscopy in treatment of 
malignant disease of hypopharynx and larynx, 930 

Esophagus, Surgical treatment of achalasia of, 290; Recent 
progress in surgical treatment of carcinoma of, 312 

Estradiol, Implantation of solid pellets * ae in 
treatment of menopausal symptoms, 60 

Estrogen, Implantation of solid pellets of, in on of 
menopausal symptoms, 605 
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Estrone, Implantation of solid pellets of estrogens in treat- 
ment of menopausal symptoms, 605 

Esophagogastrostomy, Surgical treatment of achalasia of 
esophagus, 290 

Ethics, of internes, To medical graduate upon beginning his 
hospital interneship, 943 

Exercises, Juvenile kyphosis, 798 

Exophthalmos, unilateral, Pathogenesis and treatment of, 


557 

Eye, Homolateral dilatation of pupil, homolateral paresis 
and bilateral muscular rigidity in diagnosis of extra- 
dural hemorrhage, 391; Glaucoma surgery during past 
10 years, 490; Advances of past ro years in retinal de- 
tachment surgery, 499; Trends in cataract surgery, 
523; Pathogenesis and treatment of unilateral exoph- 
thalmos, 557 

Eyelid, Late care of severe injuries of face and jaws, 437; 
Immediate and late treatment of injuries about orbit, 
presentation with case reports, 453 


ACE, Primary care of injuries of, and jaws, 431; Late 
care of severe injuries of, and jaws, 437; Neurosurgical 
aspects of facial injury, 512 

Famous portrait, Henry Clutterbuck (1767-1856), op. 551 

Fascia, palmar, Etiology and pathology of Dupuytren’s 
contracture, 582 

Fat, embolism, clinical and experimental study, 732, cor. 
1078 

hee ractures in neck of, accurate subcutaneous fixa- 
tion with screws, 106; Experimental analysis of growth 
pattern and rates of appositional and longitudinal 
growth in rat femur, 679; Use of lag screw for internal 
fixation of intertrochanteric fractures of, 772 

Fenger, Christian, To medical graduate upon beginning his 
hospital interneship, 943 

Fetal mortality, Eclampsia and posteclamptic hyperten- 
sion, follow-up study with analysis of factors aFecting 
remote prognosis, 872 

Fetus, Accuracy of roentgen estimates of pelvic and fetal 
diameters, 915 

Fibrosarcoma, Etiology and pathology of Dupuytren’s con- 
tracture, 582 


. Fibula, Fractures of tibia and, treated with skeletal trac- 


tion and the Braun-Boehler splint, 414; Varus de- 
formity of ankle following injury to distal epiphyseal 
cartilage of tibia in growing children, 659 

Fistula, intestinal, Treatment of, and obstruction of small 
intestine by complete exclusion, 237; gastrojejunocolic, 
Surgical treatment of, 282; arteriovenous, Heparin in 
thrombosis and blood vessel surgery, 340 

Flaps, pedunculated, tubed, Transplantation of skin and 
subcutaneous tissue to hand, 1, 157; skin, Reconstruc- 
tion of penile urethra following trauma, 81; pedicle 
muscle, Partial selective thoracoplasty and, in treat- 
ment of chronic empyema, 87; pedicle, Immediate and 
late treatment of injuries about orbit, presentation 
with case reports, 453; Free bone, osteoplastic craniot- 
omy, 646 

Fluid, limitation of use of, Craniocerebral injury, 551 

Fluid balance, Observations on pathology of experimental 
traumatic shock, 823 

Foot, Persistence of function of skin grafts through long 
periods of growth, 848 

Forearm, Fractures of both bones of, in children, 667 

Fractures, compound, Surgery of modern warfare, 15; 
teaching of, Undergraduate education in, and other 
traumas, 399; due to muscuar violence, 406; involving 
the ankle joint, classification based upon pathology 
and indications for treatment, 410; of the tibia and 
fibula treated with skeletal traction and Braun- 


Boehler splint, 414; Treatment of rupture of urethra, 
especially when accompanying, of pelvic bones, 622; 
of both bones of forearm in children, 667; Fat embo- 
lism, clinical and experimental study, 732, cor. 1078; 
Combined traction-compression method for treatment 
of bicondylar, of tibia, 778; of mandible, 1047 


ALL bladder, Clinical value of serum amylase test, 
202; Effect of partial obstruction of common bile 
duct, 854 
Gangrene, gas, Neurogenic factor in intestinal obstruction, 
8 
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Gastro-enterostomy, Nasal simultaneous gastroduodenal 
aspirator, its use in postoperative gastro-intestinal and 
abdominal surgery, 48 

Gastro-intestinal tract, Aseptic resections in, with special 
reference to resection of stomach and colon, 257 

Gastroscopy, Surgical problem of chronic gastritis, 31 

Gaucher’s disease, Results of splenectomy in, 807 

Genito-urinary system, Recognition and early treatment of 
injuries of, 401 

Glaucoma, surgery, during past 10 years, 490 

Gliomas, intracranial, Mixed, diagnostic and prognostic ' 
significance of adequate histological examination, 787 

Graafian follicle, Human corpus luteum of pregnancy, 129 

Grafts, of intermediate thickness, of whole thickness, Trans- 
plantation of skin and subcutaneous tissue to hand, 1, 
157; pedicled tube, Reconstruction of penile urethra 
following trauma, 81; full tissue, Treatment of trau- 
mas of skin and subcutaneous tissues, 318; venous, 
Heparin in thrombosis and blood vessel surgery, 340; 
skin, Persistence of function of, through long periods 
of growth, 848 

Graham, Evarts A., op. 257 

Great Britain, Surgical and medical supplies needed for, 
cor. 128; medical organization, War medical service in, 
ed. 815 

Gunshot wound, Late care of severe injuries of face and 
jaws, 437 

Gynecology, roentgen therapy, Present status of treatment 
of gynecological cancer, with special reference to re- 
sults obtained since introduction of supervoltage roent- 
gen therapy, statistical analysis of results from 1922- 
1935, 384 


AND, Transplantation of skin and subcutaneous tis- 
sue to, 1, 157; Etiology and pathology of Dupuytren’s 
contracture, 582; Persistence of function of skin grafts 
through long periods of growth, 848; Study of clinical 
manifestations and results of treatment of 22 patients 
with Raynaud’s symptoms, 889 
Head, injuries, Homolateral dilatation of pupil, homolat- 
eral paresis and bilateral muscular rigidity in diagnosis 
of extradural hemorrhage, 391; Craniocerebral injury, 
551; Experimental cerebral trauma, II. Further ob- 
servations on fluid content of brain following trauma 


to, 755 

Headache, Use of histamine in Méniére’s disease, 417 

Heart, Experimental collateral circulation of, 1003; Peri- 
cardiectomy for chronic constrictive pericarditis, 1008 

Hemorrhage, mucosal, Genesis of peptic ulcer in dogs fol- 
lowing ligation of common bile ducts, 198; extradural. 
Homolateral dilatation of pupil, homolateral paresis 
and bilateral muscular rigidity in diagnosis of, 391 

Heparin in thrombosis and blood vessel surgery, 340 

Hernia, umbilical, Transumbilical repair of congenital, 632 

Hip, Use of lag screw for internal fixation of intertrochan- 
teric fractures of femur, 772 

Hip joint, Arthrograms of, of children, 601 

Histamine, Use of, in Méniére’s disease, 417 
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Hormones, Present status of carcinogens and, in cancer 
research, 345 
Hospital, municipal, Treatment of acute appendicitis in, 
8 


57 

Humerus, Fractures due to muscular violence, 406 

Hydrocele, Radical cure of, by excision of serous layer of 
sac, cor. 822 

Hypertension, renal, Effect of repeated pregnancies on rab- 
bits with renal hypertension, 38; Eclampsia and post- 
eclamptic, follow-up study with analysis of factors 
affecting the remote prognosis, 872 

Hyperthyroidism, postoperative treatment of, Rationale 
and use of oxygen in, 26 

Hypopharynx, Suspension laryngoscopy in treatment of 
malignant disease of, and larynx, 930 

Hypoproteinemia, Problem of, in surgical patients, 178 


MPLANTATION, of ureter, Experimental study of 
uretero-intestinal, IV. Significance of ureterovesical 
reimplantation in dog, 192 

Incision, Cherney, Modified transverse incision for low 
abdominal operations, 92; Adson, Straight lateral in- 
cision for unilateral suboccipital craniotomy, 99 

Infants, Advances of abdominal surgery in, ed. 1072 

Infected wounds, Pectin in treatment of various types of 
wounds, 222 

Infections, Sulfonamide therapy as aid to surgery, 307; 
Prevention of human bite infections, 619; Superficial, 
due to anaerobic streptococci, indications for zinc 
peroxide treatment, 651; Postoperative, measures of 
control, 1028 

Instruments and apparatus, Einhorn double channel esoph- 
ageal lavage tube, Einhorn nasal simultaneous gastro- 
duodenal aspirator, Levin tube, Wangensteen tube, 
Nasal simultaneous gastroduodenal aspirator, its use 
in postoperative gastro-intestinal and abdominal sur- 
gery, 48; Geckeler-Tuttle screw, Fractures in neck of 
femur—accurate subcutaneous fixation with screws, 
106; wedging jacket, Principles underlying treatment 
of scoliosis, by, 228; Braun-Boehler splint, Fractures 
of tibia and fibula treated with skeletal traction and, 
414; 6A and 6B Western Electric audiometer, History 
and present status of operations on labyrinthine cap- 
sule for otosclerosis, 466; laminagraph, Body section 
roentgenography as diagnostic aid to otolaryngologist, 
514; McCarthy rectoscope, McDevitt-Alcock table, 
Timberlake obturator, Transurethral prostatectomy, 
photographic record of operation of transurethral re- 
section, 642; Miller-Abbott tubes, Wangensteen tubes, 
Decade of conservative treatment of intestinal ob- 
struction, ed. 670; tensiometer, Tensile strength of 
sutured skin wounds during healing, 690; lag screw, 
Use of, for internal fixation of intertrochanteric frac- 
tures of femur, 772; flannel mask, Postoperative infec- 
tion, measures of control, 1028; wiring for, Fracture of 
mandible, 1047 

Interneship, To medical graduate upon beginning his hos- 
pital, 943 

Intestinal obstruction, Decade of conservative treatment 
of, ed. 670 

Intestinal tract, Carcinoma of lower, 611 

Intestines, Nasal simultaneous gastroduodenal aspirator, 
its use in postoperative gastro-intestinal and abdomi- 
nal surgery, 48; Uretero-intestinal anastomosis and 
cystectomy, ed. 112; Experimental study of uretero- 
intestinal implantation, IV. Significance of uretero- 
vesical reimplantation in dog, 192: obstruction of, 
Treatment of fistula and obstruction of small, by com- 


lete exclusion, 237; Aseptic resections in gastro- 
intestinal tract, with special reference to resection of 


stomach and colon, 257; Principles of surgery of colon, 
332; Decade of conservative treatment of intestinal 
obstruction, ed. 670; obstruction, Neurogenic factor 
in, 728; obstruction, Réle of conservative procedures 
in treatment of surgical emergencies, ed. 1070 
Intravenous fluids, Réle of conservative procedures in 
treatment of surgical emergencies, ed. 1070 
Inversion of appendiceal stump, Management of appendi- 
ceal stump, inversion pes dh ligation of stump, 650 
Ischium, Treatment of rupture of the urethra, especially 
when accompanying fractures of pelvic bones, 622 


ae Practical points in diagnosis and treatment of frac- 
tures of, 96; Primary care of injuries of face and, 431; 

Late care of severe injuries of face and, 437; upper, 
Tumors of, particularly tumors related to sinuses, 503; 
Persistence of function of skin grafts through long 
periods of growth, 848 

Jejunum, Surgical treatment of gastrojejunocolic fistula, 
282 

Joints, Synovial sarcomas in, bursae, and tendon sheaths, 
presentation of clinical and pathological study of 16 
cases, 951 


| Gp Effect of repeated pregnancies on rabbits with 

renal hypertension, 38; Experimental study of uretero- 
intestinal implantation, IV. Significance of uretero- 
vesical reimplantation in dog, 192; Clinical value of 
serum amylase test, 202; Recognition and early treat- 
ment of injuries of genito-urinary system, 401; pelvis, 
Results of plastic operations on renal pelvis and ure- 
ter, 764; Relation of pyelonephritis to toxemias of 
a 781; disease, Eclampsia and posteclamptic 

ypertension, follow-up study with analysis of factors 

affecting remote prognosis, 872 

Knee, Combined traction-compression method for treat- 
ment of bicondylar fractures of tibia, 778 

Krause, Fedor, Transplantation of skin and subcutaneous 
tissue to hand, 1, 157 

Kyphosis, Juvenile, 798 


ABORATORY, Clinical investigation, ed. 114 
Labyrinthine capsule, History and present status of 
operations on, for otosclerosis, 466 

Larynx, Suspension laryngoscopy in treatment of malig- 
nant disease of hypopharynx and, 930 

Lawson, George, Transplantation of skin and subcutane- 
ous tissue to hand, 1, 157 

Leg, Surgical treatment of chronic lymphedema (elephan- 
tiasis), 244; Treatment of traumas of skin and sub- 
cutaneous tissues, 318; Venous circulation in lower ex- 
tremities during pregnancy, 841; Persistence of func- 
tion of skin grafts through long periods of growth, 848 

Linen sutures, Choice and use of cotton for suture material, 


615 

Lipase determination, Liver cell fat necrosis caused by pan- 
creatic reflux, 70 

Lips, Primary care of injuries of face and jaws, 431; Late 
care of severe injuries of face and jaws, 437 

Liver, Clinical value of serum amylase test, 202; Effect of 
partial obstruction of common bile duct, 854 

Liver cell fat necrosis, caused by pancreatic reflux, 70 

Lungs, Partial selective thoracoplasty and pedicle muscle 
flaps in treatment of chronic empyema, 87 

Lymph glands, Acute and chronic intra-abdominal lym- 
phadenopathy, 1060 

Lymph node, Malignant lesions of cecum and ascending 
colon, 698; tuberculous, Constrictive occlusion of su- 
perior vena cava, report of 3 cases in which the 
patients were treated surgically, 923 
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Lymphatic system, Surgical treatment of chronic lymphe- 
dema (elephantiasis), 244; subepidermal, Carcinoma 
erysipelatodes, metastases confused with operative 
sequelae, 635 

— Surgical treatment of chronic, (elephantia- 
sis), 244 

Lymphosarcoma, Value of suspension laryngoscopy in 
treatment of malignant disease of hypopharynx and 
larynx, 930 


oo disease, Carcinoma of thyroid gland, 
150 


Malleolus, medial, Varus deformity of ankle following in- 
jury to distal epiphyseal cartilage of tibia in growing 
children, 659 

Mandible, Practical points in diagnosis and treatment of 
fractures of jaws, 96; Fractures of, 1047 

Maternal mortality, Eclampsia and posteclamptic hyper- 
tension, follow-up study with analysis of factors 
affecting remote prognosis, 872 

Maxilla, Practical points in diagnosis and treatment of 
fractures of jaws, 96 

Mediastinum, Constrictive occlusion of superior vena 
cava, — of 3 cases in which patients were treated 
surgically, 923 

Medical and Surgical Supply Committee for Great Britain, 
cor. 128 

Medical graduate, upon beginning his hospital interneship, 


94, 

Medicine, military and naval, in national defense program, 
533; Civilian surgeon in war, 535; National Research 
Council Committee on Surgery, brief statement of its 
work, 541; War medical service in Great Britain, ed. 


15 
Medulla oblongata, Experiences with intramedullary trac- 
totomy, IV. Surgery of brain stem and its operative 
complications, 747 
Meleney’s treatment, Superficial infections due to anaerobic 
streptococci, indications for zinc peroxide treatment, 


651 

Méniére’s disease, Use of histamine in, 417; Surgical treat- 
ment of, 421; Medical treatment of, 425 

Meningioma, Pathogenesis and treatment of unilateral 
exophthalmos, 557 

Menopause, Implantation of solid pellets of estrogens in 
treatment of symptoms of, 605 

Metastasis, Teratoma testis, survey of 37 autopsy records, 


501 

Method, Gilmer, of wiring, Practical points in diagnosis 
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Necrosis, Liver cell fat, caused by pancreatic reflux, 70 
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gical aspects of facial injury, 512; intracranial, Patho- 
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omy, IV. Surgery of brain stem and its operative com- 
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pathetic, Study of clinical manifestations and results 
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Nose, Primary care of injuries of face and jaws, 431° Late 
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Ollier, Louis X. E. L., Transplantation of skin and sub- 
cutaneous tissue to hand, 1, 157 

Omentum, Omental adhesions syndrome, postoperative 
dysfunction of transverse colon, 707 

Operating room personnel, Surgical nurse, ed. 939 

Operation, Del Barrio, Mauksch, Queiroga, Glaucoma sur- 
gery during past 10 years, 490; Partsch, Tumors of 
9 jaw, particularly tumors related to sinuses, 503; 
plastic, Results of, on renal pelvis and ureter, 764 

Orbit, fractures of, Immediate and late treatment of in- 
juries about, presentation with case reports, 453 

Osteomyelitis, hematogenous, Sulfone chemotherapy in, 
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Otosclerosis, operations for, History and present status of, 
on the labyrinthine capsule, 466 

Ovary, Human corpus luteum of pregnancy, 129; Present 
status of treatment of gynecological cancer, with spe- 
cial reference to results obtained since introduction of 
supervoltage roentgen therapy—statistical analysis of 
results from 1922-1935, 384; Unruptured primary 
ovarian pregnancy, 1039 

Oxygen therapy, Rationale and use of oxygen in postopera- 
tive treatment of hyperthyroidism, 26 


acid, Sulfonamide therapy as an 

aid to surgery, 307 

Pan-American League Against Cancer, cor. 950 

Pancreas, Clinical value of serum amylase test, 202; Effect 
of partial obstruction of common bile duct, 854; Use of 
lay term “sweet bread” for pancreas, 1074 

Pancreatic secretion, reflux of, Liver cell fat necrosis caused 
by pancreatic reflux, 70 

Papilla of Vater, Liver cell fat necrosis caused by pan- 
creatic reflux, 70 

Patella, Fractures due to muscular violence, 406 

Pectin, in treatment of various types of wounds, 222 

Pelvis, deformity of, Obstetric experience of women para- 
lyzed by acute anterior poliomyelitis, 58; Present sta- 
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reference to results obtained since introduction of 
supervoltage roentgen therapy—statistical analysis of 
results from 1922-1935, 384; fracture of, Treatment of 
rupture of urethra, especially when accompanying 
fractures of pelvic bones, 622; Accuracy of roentgen 
estimates of pelvic and fetal diameters, 915 

Penis, Reconstruction of penile urethra following trauma, 
81 

Pericardium, surgery, Pericardiectomy for chronic constric- 
tive pericarditis, 1008 

Peritoneum, Treatment of diffuse peritonitis by direct in- 
traperitonea] introduction of sulfanilamide, 568 

Peritonitis, Treatment of diffuse, by direct intraperitoneal 
introduction of sulfanilamide, 568; Intra-abdominal 
application of sulfanilamide in acute appendicitis, 722 

Pharynx, Suspension laryngoscopy in treatment of malig- 
nant disease of hypopharynx and larynx, 930 

Phenol, Efficacy of, and tetanus antitoxin in treatment of 
experimental tetanus, 860 

Phlebothrombosis, Heparin in thrombosis and blood vessel 
surgery, 340 

Pituitary extract, Evaluation of methods of treatment of 
cryptorchidism, ed. 940 

Plasma, Extensive cutaneous burns, with special reference 
to blood chemical changes, 1018 
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fathiazole in treatment of, 989 
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of women paralyzed by acute anterior, 58 
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renal hypertension, 38; Obstetric experiences of women 
paralyzed by acute anterior poliomyelitis, 58: Human 
corpus luteum of, 129; toxemias of, Relation of pyelo- 
nephritis to, 781; Venous circulation in lower extremi- 
ties during, 841; toxemia of, Eclampsia and post- 
eclamptic hypertension, follow-up study with analysis 
of factors affecting remote prognosis, 872; ovarian, 
Unruptured primary, 1039 

Pressure sore, Pectin in treatment of various types of 
wounds, 222 

Prostatectomy, Transurethral, photographic record of op- 
eration of transurethral resection, 642 

Protein, Problem of hypoproteinemia in surgical patients, 
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results of treatment of 22 patients with, symptoms, 889 
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ment, 213 

Rectum, Cancer of, and rectosigmoid, its surgical treat- 
ment, 213; Principles of surgery of colon, 332; Carci- 
noma of lower intestinal tract, 611: Demonstration of 
Mycobacterium tuberculosis in anorectal abscess, 936 

Resection, gastric, Aseptic, in gastro-intestinal tract, with 
special reference to resection of stomach and colon, 257 

Retina, detachment of, Advances of past 10 years in, sur- 
gery, 499 

Reverdin, J. L., Transplantation of skin and subcutaneous 
tissue to hand, 1, 157 


Roentgen fetometry, Accuracy of roentgen estimates of 
pelvic and fetal diameters, 915 

Roentgen pelvimetry, Accuracy of roentgen estimates of 
pelvic and fetal diameters, g15 

Roentgen ray, therapy, Radiation damage to tissue and 
its repair, 372 

Roentgenography, Body section, as diagnostic aid to oto- 
laryngologist, 514 
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when accompanying fractures of pelvic bones, 622 

Sarcoma, Neurogenic, 363; synovial, in joints, bursae, and 
tendon sheaths, clinical and pathological study of 16 
cases, 951 

Scar tissue, Etiology and pathology of Dupuytren’s con- 
tracture, 582 

Scoliosis, Principles underlying treatment of, by wedging 
jacket, 228 

Serum amylase, Clinical value of, test, 202 

Serum lipase, Clinical value of serum amylase test, 202 

Serum proteins, Problem of hypoproteinemia in surgical 
patients, 178 

Shock, Local treatment of burned area, ed. 250; traumatic, 
Observations on pathology of experimental, 823; Ex- 
tensive cutaneous burns, with special reference to 
blood chemical changes, 1or8; Réle of conservative 
procedures in treatment of surgical emergencies, ed. 
1070 

Siamese twins, Report of autopsy of, together with other 
interesting information covering their life, sketch of 
life of Chang and Eng, 116 

Silk sutures, Choice and use of cotton for suture material, 
615; Tensile strength of sutured skin wounds during 
healing, 690; Disruption of abdominal wounds, con- 
tinuation of previous report, 1041 

Sinus, maxillary, Tumors of upper jaw, particularly 
tumors related to sinuses, 503; ethmoid, Body section 
roentgenography as diagnostic aid to otolaryngologist, 
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Skin, Transplantation of, and subcutaneous tissue to hand, 
I, 157: Treatment of traumas of, and subcutaneous 
tissues, 318; Etiology and pathology of Dupuytren’s 
contracture, 582; Carcinoma erysipelatodes, subepi- 
dermal lymphatic metastases confused with operative 
sequelae, 635; Tensile strength of sutured, wounds 
during healing, 699; Persistence of function of, grafts 
through long periods of growth, 848 

Sodium sulfathiazole, Sulfathiazole and, in treatment of 
postoperative pneumonia, 989 

Soft tissues, Primary care of injuries of face and jaws, 431; 
Late care of severe injuries of face and jaws, 437 

Spinal cord, Management of urinary bladder in traumatic 
lesions of, and cauda equina, 328; Experiences with 
intramedullary tractotomy, IV. Surgery of brain 
stem and its operative complications, 747 

Spine, Principles underlying treatment of scoliosis, by 
wedging jacket, 228; Juvenile kyphosis, 798 

Spleen, Results of splenectomy in Gaucher’s disease, 807 
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during healing, 690 

Staphylococcus aureus, Bacterial flora of acute traumatic 
wounds, 982 
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Streptococcus, anaerobic, Superficial infections due to, in- 
dications for zinc peroxide treatment, 651; nonhe- 
molytic, green, Bacterial flora of acute traumatic 
wounds, 982 

Subcutaneous tissue, Transplantation of skin and, to hand, 
1, 157; Treatment of traumas of skin and, 318 

Sulfanilamide, implantation of, Aseptic resections in gas- 
tro-intestinal tract, with special reference to resection 
of stomach and colon, 257; intraperitoneal introduc- 
tion of, Treatment of diffuse peritonitis by direct, 568; 
Superficial infections due to anaerobic streptococci, 
indications for zinc peroxide treatment, 651; Intra- 
abdominal application of, in acute appendicitis, 722; 
Sulfone chemotherapy in hematogenous osteomyelitis, 
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Sulfapyridine, Sulfone chemotherapy in hematogenous 
osteomyelitis, 995 

Sulfathiazole, and sodium, in treatment of postoperative 
pneumonia, 989 

Sulfonamide, therapy as an aid to surgery, 307 

Surgeon, Civilian, in war, 535 

Surgery, plastic, Transplantation of skin and subcutaneous 
tissue to hand, 1, 157; military and naval, Surgery of 
modern warfare, 15; postoperative care, Nasal simul- 
taneous gastroduodenal aspirator, its use in post- 
operative gastro-intestinal and abdominal surgery, 48; 
plastic, Reconstruction of penile urethra following 
trauma, 81; progress, Recent, in surgical treatment of 
carcinoma of esophagus, 312; of colon, Principles of, 
332; plastic, Radiation damage to tissue and its repair, 
372; plastic, Primary care of injuries of face and jaws, 
431; plastic, Late care of severe injuries of face and 
jaws, 437; plastic, Immediate and late treatment of 
injuries about orbit, presentation with case reports, 
453; retinal detachment, Advances of past 10 years in 
retinal detachment surgery, 499; cataract, Trends in, 
523; American, College and, 529; military, War, ed. 
672; plastic, Persistence of function of skin grafts 
through long periods of growth, 848; history of, Sur- 
gical nurse, ed. 939; complications, Postoperative in- 
fection, measures of control, 1028; complications, Dis- 
ruption of abdominal wounds, continuation of pre- 
vious report, 1041; complications, Prevention of 
wound disruption with through-and-through silver 
wire stay sutures, 1052; complications, Use of alloy 
steel wire in closure of abdominal wounds, 1056; emer- 
gency, Réle of conservative procedures in treatment 
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Surgical patients, Problem of hypoproteinemia in surgical 
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rial, Postoperative infection, measures of control, 
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Tannic acid, Local treatment of burned area, ed. 250 

Tendons, Treatment of traumas of skin and subcutaneous 
tissues, 318 

Tendon sheaths, Etiology and pathology of Dupuytren’s 
contracture, 582; Synovial sarcomas in joints, bursae, 
and, clinical and pathological study of 16 cases, 951 


Tensile strength, of sutured skin wounds during healing, 


Teratoma testis, survey of 37 autopsy records, 591 

Test, serum amylase, Clinical value of, 202; McClure- 
Aldrich, in water balance, 834 

Testicle, Teratoma testis, survey of 37 autopsy records, 
591; tunica vaginalis, Radical cure of hydrocele by 
excision of serous layer of sac, cor. 822; undescended, 
Evaluation of methods of treatment of cryptorchidism, 
ed. 940 

Tetanus, Efficacy of phenol and, antitoxin in treatment of 
experimental, 860 
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their life, sketch of life of Chang and Eng, 116; 254; 
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Thiersch, Carl, Transplantation of skin and subcutaneous 
tissue to hand, 1, 157 

Thoracoplasty, Partial selective, and pedicle muscle flaps 
in treatment of chronic empyema, 87 

Thorax, Surgery of modern warfare, 15; Partial selective 
thoracoplasty and pedicle muscle flaps in treatment 
of chronic empyema, 87 

Thrombophlebitis, Heparin in thrombosis and blood ves- 
sel surgery, 340 

Thrombosis, Heparin in, and blood vessel surgery, 340; 
Constrictive occlusion of superior vena cava, report of 
3 cases in which patients were treated surgically, 923 

Thyroid gland, Rationale and use of oxygen in postopera- 
tive treatment of hyperthyroidism, 26, Carcinoma of, 
150 

Tibia, Fractures of, and fibula treated with skeletal trac- 
tion and Braun-Boehler splint, 414; Varus deformity 
of ankle following injury to distal epiphyseal cartilage 
of, in growing children, 659; bicondylar fractures of, 
— traction-compression method for treatment 
of, 778 

Tissue, Radiation damage to, and its repair, 372 

Toe, Hammer-, new procedure for its correction, 101 

Tractotomy, intramedullary, Experiences with, IV. Sur- 
gery of brain stem and its operative complications, 747 

Transplantation, of skin and subcutaneous tissue to hand, 
I, 157; of ureters, Uretero-intestinal anastomosis and 
cystectomy, ed. 112 

Transportation, of war wounded, Surgery of modern war- 
fare, 15; of wounded, War surgery, ed. 672 

Transumbilical repair, of congenital umbilical hernia, 632 

Treatment, subcutaneous fixation with screws, Fractures 
in neck of femur—accurate, 106 

Trypsin determination, Liver cell fat necrosis caused by 
pancreatic reflux, 70 

Tuberculosis, Mycobacterium, Demonstration of, in ano- 
rectal abscess, 936 

Tumors, of upper jaw, particularly, related to sinuses, 503; 
astrocytoma, ependymoma, glioblastoma, medullo- 
blastoma, Mixed intracranial gliomas, diagnostic and 
prognostic significance of adequate histological ex- 
amination, 787 
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of common bile ducts, 198; Pectin in treatment of 
various types of wounds, 222; gastric, Aseptic resec- 
tions in gastro-intestinal tract, with special reference 
to resection of stomach and colon, 257 
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Umbilicus, Transumbilical repair of congenital umbilical 
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Ureter, Uretero-intestinal anastomosis and cystectomy, 
ed. 112; Experimental study of uretero-intestinal im. 
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plantation, IV. Significance of ureterovesical reim- 
plantation in dog, 192; Recognition and early treat- 
ment of injuries of genito-urinary system, 401; Re- 
sults of plastic operations on renal pelvis and, 764 

Uretero-intestinal anastomosis, and cystectomy, ed. 112: 
Experimental study of uretero-intestinal implanta- 
tion, IV. Significance of ureterovesical reimplantation 
in dog, 192 

Ureterosigmoidal anastomosis, Uretero-intestinal anas- 
tomosis and cystectomy, ed. 112 

Ureterovesical anastomosis, Experimental study of uretero- 
intestinal implantation, IV. Significance of uretero- 
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urinary system, 401; rupture of, Treatment of, espe- 
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record of operation of transurethral resection, 642 
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tistical analysis of results from 1922-1935, 384 
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and infants at delivery, further studies including com- 
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Venous circulation in lower extremities during preg- 
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Vena cava, superior, Constrictive occlusion of, report of 3 
cases in which patients were treated pati be 923 
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AR, surgery in, Civilian surgeon in, 535; surgery in, 
National Research Council Committee on Surgery, 

brief statement of its work, 541; surgery, ed. 672; 
surgery, War medical service in Great Britain, ed. 815 

War wounds, prevention of, Surgery of modern warfare, 15 

Water balance, Problem of hypoproteinemia in surgical! 
patients, 178; in brain tissue, Experimental cerebral 
trauma, II. Further observations on fluid content of 
brain following trauma to head, 755; McClure-Aldrich 
test in, 834 
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Wolfe, J. R., Transplantation of Skin and subcutaneous 
tissue to hand, 1, 157 

Wounds, treatment of war, Surgery of modern warfare, 
15; avulsed, contused, lacerated, Treatment of trau- 
mas of skin and subcutaneous tissues, 318; infected, 
Pectin in treatment of various types of, 222; primary 
treatment, Primary care of injuries of face and jaws, 
431; Late care of severe injuries of face and jaws, 437: 
treatment, Immediate and late, of injuries about orbit, 
presentation with case reports, 453; care of, War 
surgery, ed. 672; of skin, Tensile strength of sutured 
skin, during healing, 690; contamination of traumatic, 
Bacterial flora of acute traumatic wounds, 982; 
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trol, 1028; Disruption of abdominal, continuation of 
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with through-and-through silver wire stay sutures, 
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(1546-1599) 


From a painting in the Istituto Ortopedico Rizzoli, Bologna, Italy 
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